I.   THE   THREE   TEMPLES   OF   THE   VILLA   ON   BRiONI   GRANDE  \

(RESTORED BY A. GNIRS)      | 5

- ^ 2.   THE  MAIN   BUILDING   OF  THE   SAME  VILLA

(RESTORED BY A. GNIRS)

,

3. GENERAL VIEW OF THE VAL CATENA AND OF THE RUINS OF THE VILLA

LXXIL A HISTRIAN VILLA